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MADRID MOTOR HOTEL 
Ph. Area 519, 252-7743 
2530 Ouellette Avenue 

WINDSOR, Ontario, Canada 


Only 4 minutes from the Detroit-Windsor Tunnel 
exit, on. Highway 3B, leading to Highway 401. 


Dining room wi cuisine. Banquet 
facilities. Po orridors. Carpeted 
ne. Bath tub and 
~ electric heat and 
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